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Message Text 


UNCLASSIFIED 

PAGE 01 NIAMEY 03549 231046Z 
16 

ACTION FBO-05 

INFO OCT-01 AF-10 ISO-OO A-01 /017 W 

088842 

P231008Z OCT 74 
FM AMEMBASSY NIAMEY 
TO SECSTATE WASHDC PRIORITY 9145 
AMEMBASSY DAKAR PRIORITY 

UNCLAS NIAMEY 3549 

FOR A/FBO AND AF/EX 

DAKAR FOR KAAR 

E.O. 11652: N/A 
TAGS: ABLD, AFSP. NG 

SUBJECT: BUILDINGS: WATER SYSTEM REPAIRS -PROPERTY E.R. 01559 
REF: NIAMEY 3520 

IN CHECKING FURTHER ON AVAILABILITY OF COMPETENT 
TECHNICAL SUPERVISOR TO OVERSEE WATER REPAIRS, 

WE HAVE ESTABLISHED THAT SECONDO RESCHIGLIAN, 

CAPABLE ITALIAN CONSTRUCTION SPECIALIST WHO 
PARTICIPATED IN ORIGINAL CONSTRUCTION OF RESIDENCE IS 
INTERESTED SUBJECT HIS PRESENT EMPLOYER'S PERMISSION. 

SECONDO RESCHIGLIAN WOULD COME FROM ITALY FOR WHATEVER TIME 
NECESSARYDURING PERIOD NOVEMBER 15 TO MARCH 15 AT COST OF 
$1000 PER WEEK WHICH INCLUDES ALL EXPATRIATE TYPE COMPENSATION. 
APPRECIATE PRIORITY ADVICE SINCE POST MUST INFORM RESCHIGLIAN 
ASAP.HECK 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NIAMEY03549 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740302-0239 
From: NIAMEY 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 023/aaaaatke. tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: NIAMEY 3520 
Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 OCT 2002 by ReddocGW>; APPROVED <10 FEB 2003 by CollinP0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BUILDINGS: WATER SYSTEM REPAIRS-PROPERTY E.R. 01559 
TAGS: ABLD, AFSP, NG 
To: STATE DAKAR 
Type: TE 
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